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A  SELECTED  BIBLIOGRAPHY  FOR  THE  TRAINING  OF 
CITIZEN-AGENTS  OF  PLANNED  COMMUNITY  CHANGE 

This  is  a  working  bibliography  that  was  compiled  in  the  course 
of  the  activities  of  the  University  of  Cincinnati's  CHART  (Community 
And  Human  Resources  Training)  Program.  CHART  is  a  program  of  the 
University's  Graduate  Department  of  Community  Planning,  an  academic 
and  research  unit,  and  the  University's  Office  of  Community  Relations, 
an  administrative  and  community-service  unit.  This  interdisciplinary 
program  is  designed  to  train  both  inner-city  and  suburban  residents  of 
the  Cincinnati  metropolitan  area  to  be  active  and  effective  participants 
in  the  process  of  planning  for  change  in  their  communities.  This 
bibliography  was  developed  in  response  to  the  expressed  needs  of  local 
citizens  for  specific  and  practical  resource  materials  to  assist  them 
in  understanding  their  own  communities.  They  also  desired  a  more 
general  and  theoretical  background  which  would  help  them  see  their 
community  development  efforts  in  broader  perspective  with  regard  to 
national  and  international  change.  Thus  a  collection  of  selected  books 
and  articles  listed  in  this  bibliography  is  made  available  at  each 
training  site  in  the  communities. 

Specifically,  the  program  enables  citizens:   to  perceive  their 
local  community,  to  identify  its  significant  issues  and  problems,  to 
formulate  goals  and  objectives  for  community  change,  to  recognize  the 
forces  working  both  for  and  against  desired  community  change,  to  design 
community  programs  and  implement  strategies  for  the  realization  of 
community  goals.   The  CHART  Program  places  particular  emphasis  on  the 
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inherent  values  of  community  pluralism,  especially  on  the  multiple 
substantive  functions  of  a  community,  and  on  the  processes  and 
dimensions  of  variation  of  community  change.   Consequently,  the 
organization  and  ordering  of  this  bibliography  reflects  this  bias 
toward  learning  about  the  functions  and  processes  of  planned  community 
change. 

The  bibliography  is  the  result  of  selective  suggestions  made 
primarily  by  nine  members  of  CHART's  interdisciplinary  training  and 
research  staff.  The  bibliography  is  classified  into  ten  sections, 
each  with  primary  and  advanced  parts.   The  distinction  between  primary 
and  advanced  has  to  do  with  foundation  material  ranging  to  more  complex 
theoretical  material  as  well  as,  in  some  cases,  sheer  degree  of  dif- 
ficulty.  The  first  six  sections  of  the  bibliography  reflect  the  six 
major  functions  of  the  community  and  the  last  four  sections  are 
organized  around  four  selected  process-dimensions  of  community  change. 
These  dimensions  are  concerned  with  specific  processes  of  functional 
community  change  and  the  kinds  of  human  and  cultural  assumptions  and 
values  which  need  to  be  taken  into  account  in  planning  and  affecting 
community  change.   Arranged  from  the  "soft"  to  the  "hard"  functions 
of  the  community,  the  first  six  categories  and  their  authors  include: 
(1)   Education  by  Lotspeich,   (2)   Health  by  Clark,   (3)   Social  and 
Community  Organization  by  Buckwalter,   (4)   Political  Organization 
by  Jenkins,   (5)   The  Economy  by  Kleymeyer,   (6)   Physical  Environment 
by  Fleming;  the  last  four  categories  and  their  authors  include  the 
process  dimensions  of  the  community;   (7)   Locational  and  Territorial 
Change  by  Corey,   (8)   Planned  Change  by  Bolton,   (9)   Black  Community 
Change  by  Bolton,  and  (10)   Philosophical  Roots  of  Planned  Community 
Change  by  Henry. 
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This  bibliography  is  neither  exhaustive  nor  comprehensive.  The 
prime  intent  has  been  to  provide  citizens  with  a  "bare  bones"  listing 
that  provides  essential  information  and  knowledge  for  becoming  effective 
community  change  agents. 

Finally,  the  authors  wish  to  acknowledge  the  assistance  of  Robert 
C.  Hoover,  Marvin  Strauss  and  Hubert  Guest  in  the  preparation  of  this 
bibliography. 

EDUCATION 


PRIMARY  BIBLIOGRAPHY 

Bloom,  Benjamin  S.  Learning  For  Mastery.  Evaluation  Comment.  Volume  1, 
Number  2.  May,  1968.   ULCA  Center  for  the  Study  of  Evaluation  of 
Instructional  Programs.   (Will  be  published  as  a  chapter  in  Bloom, 
Hastings,  Madaus:   Formative  and  Summative  Evaluation  of  Student 
Learning.  McGraw-Hill  Book  Company,  Incorporated.  New  York,  New 
York.) 

Campbell,  Roald  F.   (Chairman)   Cincinnati  Scbool  Survey  Report. 

Volume  1  and  Volume  2.  August,  1968.   Commissioned  by  Cincinnatians 
United  for  Good  Schools.   Cincinnati,  Ohio. 

Chester,  Mark  A.   The  Relevance  of  the  Kerner  Committee  Report  for 
Secondary  Education.   1968.   P.  D.  Center  for  Research  on 
Utilization  of  Scientific  Knowledge.  University  of  Michigan. 
Ann  Arbor,  Michigan. 

Cohen,  David  K.  Education  and  Race:   Myths  and  Truths.   May,  1968. 
Reprint  from  New  York  State  Education.   (For  additional  copies, 
write  to  the  American  Jewish  Committee,  Institute  of  Human 
Relations.   165  E.  56th  Street,  New  York,  New  York.   10022) 

Coleman,  James  S.  Equality  of  Educational  Opportunity.   1966.   United 
States  Department  of  Health,  Education  and  Welfare.   Office  of 
Education.   (Superintendent  of  Documents,  Washington,  D.  C.  20402.) 

Kozol,  Jonathan.   Death  At  An  Early  Age:   The  Destruction  of  the  Hearts 
and  Minds  of  Negro  Children  in  the  Boston  Public  Schools.   1967. 
Penguin  Books,  Incorporated.   Baltimore,  Maryland, 

United  States  Ccamission  on  Civil  Rights.   Racial  Isolation  in  the 

Public  Schools.   1967.  United  States  Government  Printing  Office. 
Washington,  D,  C. 
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ADVANCED  BIBLIOGRAPHY 


As ht on -War ner,  Sylvia.  Teacher.   1963.  Simon  and  Schuster,  Incorporated. 
New  York,  New  York. 

Fantini,  Mario  D.  Alternatives  for  Urban  School  Reform.  Volume  38, 

Number  1.  Winter,  1968.  Ford  Frider  Report.  Harvard  Educational 
Review.  Harvard  University  Editorial  Board.  Cambridge,  Massachusetts, 

Fantini,  Mario  D.  and  Weinstein,  Gerald.  Toward  a  Contact  Curriculum. 

1969.  Anti  Defamation  League  of  B'nai  B'rith.  New  York,  New  York. 

Glasser,  William.  Schools  Without  Failure.   1969.  Harper  and  Row. 
New  York,  New  York. 

Kohl,  Herbert.  Thirty-Six  Children.   1968.  The  New  American  Library 
of  World  Literature.  New  York,  New  York. 

Riessman,  Frank.   Blueprint  for  the  Disadvantaged.   (A  Series)   Anti 
Defamation  League  of  B'nai  B'rith.  New  York,  New  York. 

Rosenthal,  Robert  and  Jacobson,  Lenore.   Pygmalion  in  the  Classroom: 
Teacher  Expectation  and  Pupil's  Intellectual  Ability.   1968. 
Holt,  Rinehart  and  Winston,  Incorporated.  New  York,  New  York. 


HEALTH 


PRIMARY  BIBLIOGRAPHY 

Jahrling,  Robert  H.  "On  the  Streets  Where  We  Live".  Public  Works. 
Pages  138-140.  June,  1967.  Public  Works  Journal  Corporation, 
Incorporated.  Ridgewood,  New  Jersey. 

Kupchik,  George  J.   "Environmental  Health  in  the  Ghetto".   American 

Journal  Public  Health.   Pages  220-225.   February,  1969.   American 
Public  Health  Services.  Washington,  D.  C. 

Mowbray,  A.  Q.   "White  Roads  Through  Black  Bedrooms".   Road  to  Ruin. 
Chapter  II.   1969.   J.  B.  Lippincott  Company.   Philadelphia, 
Pennsylvania. 

Warner,  Arthur  L.   "Problems  In  Delivering  Comprehensive  Health  Care 

To  The  Inner-City".   Archives  of  Environmental  Health.   Pages  383- 
388.   September,  1968.  American  Medical  Association.   Chicago, 
Illinois. 

Coranunity  Action  and  Urban  Housing.   November,  1967.   Office  of  Economic 
Opportunity.   North  West  Washington,  D.  C. 

The  Freeway  In  The  City.   1968.  United  States  Department  of 

Transportation.  Government  Printing  Office.  Washington,  D.  C. 
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"The  Health  Educator  Aide  Program  for  Ghetto  Areas".   Consumer  Protection 
and  Environmental  Health.   Pages  684-3501.   1968.   United  States 
Department  of  Health \   Education  and  Welfare.  Environmental  Control 
Administration.   Cincinnati,  Ohio. 


ADVANCED  BIBLIOGRAPHY 

Conant,  Ralph  W.   The  Politics  of  Community  Health.   Public  Affairs 
Press.   South  East,  Washington,  D.  C. 

Duhl,  Leonard  J.   The  Urban  Condition.   1963.   Basic  Books,  Incorporated. 
New  York,  New  York. 

Howe,  Robert  T.   A  Guide  To  Real  Property  Records  In  Hamilton  County, 
Ohio.   January,  1965.   Hamilton  County,  Ohio. 

Mowbray,  A.  Q.   Road  To  Ruin.   1969.   J.  B.  Lippincott  Company. 
Philadelphia,  Pennsylvania. 

"Environmental  Health  Planning  Guide".   United  States  Public, Health. 

Service.   September,  1967.  Environmental  Control  Administration. 
Cincinnati,  Ohio. 

Housing  for  the  Poor:   Rights  and  Remedies.   1967.   New  York  University 
School  of  Law.  New  York,  New  York. 

Urban  America,  Incorporated.   Summary  of  Federal  Housing  Programs  for 

Low  and  Moderate  Income  Families.   1968.  Urban  America,  Incorporated, 
North  West,  Washington,  D.  C. 

Urban  America,  Incorporated.   Urban  Affairs  Publications.   1969.   Urban 
America,  Incorporated.   North  West,  Washington,  D.  C.   (See 
particular  fact  kit  No.  1:   Urban  Highways). 

SOCIAL  AND  COMMUNITY  ORGANIZATION 


PRIMARY  BIBLIOGRAPHY 


Abrams,  Charles.   The  Citv  is  the  Frontier.   1965.   Harper  Row.   New 
York,  New  York. 

Cunningham,  John.   The  Resurgent  Neighborhood.   1964.   The  University 
of  Notre  Dame  Press.   Notre  Dame,  Indiana. 

Hayworth,  Lawrence.   The  Good  City.   1966.   Indiana  University  Press. 
Bloomington,  Indiana. 

Hessler,  Lola  0.  Hamilton  County  Patchwork  Quilt.   Institute  of 

Governmental  Research.   1969.   University  of  Cincinnati,  Cincinnati, 
Ohio. 
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Ruoss,  Meryl.  Citizen  Power  and  Social  Change;   The  Challenge  to  the 

Churches.   1968.   Seabury  Press,  incorporated.   New  York,  New  York. 

Shaller,  Lyle.  Community  Organization:   Conflict  and  Reconciliation. 
1965.  Abingdon  Press.  Nashville,  Tennessee. 

Warren,  Roland.  Studying  Your  Community.   1965.  The  Free  Press. 
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Houghton-Mifflin  Company.   Boston,  Massachusetts. 


ADVANCED  BIBLIOGRAPHY 

Babcock,  Richard.   The  Zoning  Game:   Municipal  Practices  and  Policies. 

(paper)   1966.  University  of  Wisconsin  Press.  Madison,  Wisconsin. 

Biddle,  William  W.  and  Biddle,  L.  J.  Community  Development  Process: 

Rediscovery  of  Local  Initiative.  1965.  Holt,  Rinehart  and  Winston. 
New  York,  New  York. 

Cannetti,  Elias.  Crowds  and  Power.   1962.  The  Viking  Press,  Incorporated. 
New  York,  New  York. 

Coser,  Lewis.   Functions  of  Social  Conflict.   1956.  The  Free  Press. 
Glencoe,  Illinois. 

Nisbett,  Robert  A.   Community  and  Power.   (paper)   1962.   Oxford 
University  Press.   Fair  Lawn,  New  Jersey. 

Oppenheimer,  Martin.   The  Urban  Guerilla.   1969.   Quadrangle  Books, 
Incorporated.   Chicago,  Illinois. 

Where  It's  At:   A  Research  Guide  for  Community  Organizing.   1967. 
National  Council  of  Churches.  New  York,  New  York. 


POLITICAL  ORGANIZATION 


PRIMARY  ETBLIOGRAPHY 

Banfield,  Edward  C.   Big  City  Politics:   A  Comparative  Guide  to  the 
Political  Systems  of  9  American  Cities.   1965.   Random  House, 
Incorporated.   New  York,  New  York. 

Dumhoff,  William  G.  Who  Rules  America?   1967.   Prentice-Hall. 
Englewood  Cliffs,  New  Jersey. 

Etzkowitz,  Henry  and  Schaf lander,  Gerald.   Ghetto  Crisis:   Riots  or 
Reconciliation.   1969.  Little,  Brown  and  Company,  Incorporated, 
Boston,  Massachusetts. 
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Gosnell,  Harold  F.   Ner.ro  Politicans:   The  Rise  of  Negro  Politics  in 
Chicago.   1935.  University  of  Chicago  Press.  Chicago,  Illinois. 

Greer,  Scott.  Governing  the  Metropolis.   1962.   John  Wiley  and  Sons. 
New  York,  New  York. 

Kotler,  Milton.   Naighborhood  Governments:   The  Local  Foundations  of 

Political  Life.   1969.   The  Bobbs-Merrill  Company.   Indianapolis, 
Indiana. 

Ulmer,  Sidney  (Ed.)   Introductory  Readings  in  Political  Behavior.   1961. 
Rand  McNally  and  Company.   Chicago,  Illinois. 


ADVANCED  BIBLIOGRAPHY 

Banfield,  Edward  C.   (Ed.)   Urban  Government:   Reader  in  Administration 
and  Politics.   1969.  The  Free  Press.  Glencoe,  Illinois. 

Bell,  Daniel.  End  of  Ideology:   On  the  Exhaustion  of  Political  Ideas 
in  the  Fifties.   1960.   The  Free  Press.  Glencoe,  Illinois. 

Janowitz,  M.  and  Eulau,  H.   (Eds.)   Community  Political  Systems.   1959. 
The  Free  Press.  Glencoe,  Illinois. 

Lipset,  Seymore.   Political  Man:   The  Social  Basis  of  Politics.   1959. 
Doubleday  and  Company,  Incorporated.  Garden  City,  New  York. 

Mills,  C.  Wright.   The  Power  Elite.   Chapters  5,  13.   1959.   Oxford 
University  Press,  Incorporated.   Fair  Lawn,  New  Jersey. 

Mills,  C.  Wright.   Power,  Politics,  and  People.   1967.   Oxford  University 
Press.   Fair  Lawn,  New  Jersey. 

Mitchell,  William.   The  American  Polity.   1962.   The  Free  Press. 
Glencce,  Illinois. 

Polsby,  Nelson  W.   Community  Power  and  Political  Theory.   Chapters  4,  5. 
1963.   Yale  University  Press.   New  Haven,  Connecticut. 


THE  ECONOMY 
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Bach,  George  Leland.   Economics:   An  Introduction  to  Analysis  and  Policy. 
1968.   Prentice-Hall,  Incorporated.   Englewood  Cliffs,  New  Jersey. 

Galbraith,  John  Kenneth.   The  Affluent  Society.   1969.   Houghton-Mifflin 
Company.   Boston,  Massachusetts. 

Jacobs,  Jane.   The  Economy  of  Cities.   1969.   Random  House,  Incorporated. 
New  York,  New  York. 
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Hook,  Sidney.   Human  Values  and  Economic  Policy.   1967.   New  York 
University  Press.   New  York,  New  York. 

Jacobs,  Jane.   The  Death  and  Life  of  Great  American  Cities.   1961. 
Random  House,  Incorporated.   New  York,  New  York. 

Lauterbach,  Albert.   Man.  Motives  and  Money.   1959.   Cornell  University 
Press.   Ithaca,  New  York. 

Michelon,  L.  C.  and  Slesinger,  Reuben  E.   Understanding  Basic  Economics. 
1968.   The  World  Publishing  Company,   Cleveland,  Ohio. 

Mulcahy,  Richard  E.   Readings  in  Economics  From  Fortune  Magazine.   1967. 
Holt,  Rinehart  and  Winston,  Incorporated.   New  York,  New  York. 

Patton,  William  A.   Shirtsleeve  Economics.   1952,  Appleton-Century- 
Crofts,  Incorporated.   New  York,  New  York. 

Perloff,  Harvey  S,  and  Nathan,  Richard  P.   (Eds.)   Revenue  Sharing  And  The 
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Perloff,  Harvey  S.  and  Wingo,  Lowdon  Jr.,  (Eds.)   Issue  In  Urban  Economics. 
1968.   The  Johns  Hopkins  Press.   Baltimore,  Maryland. 

Robinson,  Marshall  A.,  Morton,  Herbert  C.  and  Calderwood,  James  D. 
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Institution.   N.  W.  Washington,  D.  C. 
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Abrams,  Charles.   The  City  is  the  Frontier.   1967.   Harper  and  Row. 
New  York,  New  York. 
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Edwards,  Gordon.  Land,  People,  and  Policy.   1969.   Chandler-Davis 
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